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PLATE S 50 

Porcelain Enameled Bath Tub, with Nickel Plated No. \y 2 Fuller Double Bath 
Cock, ^-inch Offset Supply Pipes and Connected Waste and Overflow with Rubber 
Stopper. 

DIMENSIONS 

Width over Rim, 30 inches; height to top of rim, 22^ inches; depth inside, 
17 inches; width of roll rim, 3 inches. 

Sizes \y 2 ft, 5 ft. by 2 ft. 

S 50 As described .. ..$32.25 $35.25 S39.00 

S 50A Tub and Legs only. 24 . 00 27 . 00 30 . 75 






PLATE S 60 

Porcelain Enameled One Piece, Half Circle Lavatory, with "D" Pattern Bowl,. 
Sanitary Soap Tray, Improved Brackets, Nickel Plated Waste Plug and Coupling, 
No. T. H. Compression Faucets, Supply Pipes and "S" Trap, with Waste to Floor- 
and Vent to Wall. 

DIMENSIONS 
Slab, 17 x 19 inches; height of back, 6 inches; bowl, 10 x 14 inches. 

S 60 Enameled inside, less Faucets, Supply Pipes and Trap S 7.00' 

S 61 Enameled all over, less Faucets, Supply Pipes and Trap 9.50 

S 60A Enameled inside, as described 14.00 

S 61 A Enameled all over, as described 16.50/ 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 62 

Porcelain Enameled One-piece, Half-circle Lavatory, with "D" Pattern Bowl, 
Sanitary Soap Tray, Improved Brackets, Nickel Plated Waste Plug and Coupling, 
Low Down Compression Faucets with China Tops marked "Hot" and "Cold/' Sup- 
ply Pipes and "S" Trap with Waste to Floor and Vent to Wall. 



DIMENSIONS 

Slab, IS x 21 inches; height of back, 8 inches; bowl, 10 x 14 inches. 

S 62 Enameled inside, less Faucets, Supply Pipes and Trap S 7.75 

S 63 Enameled all over, less Faucets, Supply Pipes and Trap 10.50 

S 62A Enameled inside, as described 15 . 75 

S 63 A Enameled all over, as described 18. 50 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 64 

Porcelain Enameled One-piece, Half-circle Apron Lavatory, with "D" Pattern 
Bowl, Sanitary Soap Tray, Improved Brackets, Nickel Plated Waste Plug and Coupl- 
ing, Low Down Compression Faucets with China Tops marked "Hot" and "Cold," 
Supply Pipes and "S" Trap with Waste to Floor and Vent to Wall. 



DIMENSIONS 

Slab, IS x 21 inches; height of back, 8 inches; bowl, 10 x 14 inches. 

S 64 Enameled inside, less Faucets, Supply Pipes and Trap $10.75 

S 65 Enameled all over, less Faucets, Supply Pipes and Trap 13.50 

S 64A Enameled inside, as described 18 . 75 

S 65A Enameled all over, as described 21 . 50 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 66 



Porcelain Enameled One-piece, Half-circle, Apron Lavatory with "D" Pattern 
Bowl, Improved Brackets, Nickel Plated Model Waste, Low Down Compression 
Faucets with China Tops marked "Hot" and "Cold," Offset Air Chamber Supply 
Pipes and Bottle Trap with Waste to Floor and Vent to Wall, 



DIMENSIONS 

Slab, 18 x 21 inches; height of back, 8 inches; bowl, 10 x 14 inches. 

S 66 Enameled inside, less Faucets, Supply Pipes and Trap 814.75 

S 67 Enameled all over, less Faucets, Supply Pipes and Trap 17.50 

S 66 A Enameled inside, as described 25 . 25 

S 67 A Enameled all over, as described 28.00 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 66 

Porcelain Enameled One-piece, Corner Lavatory, with "D" Pattern Bowl, Sani- 
tary Soap Tray, Improved Corner Brackets, Nickel Plated Waste Plug and Coupling, 
No. T Handle Compression Faucets, Supply Pipes and "S" Trap with Waste to 
Floor and Vent to Wall. 

DIMENSIONS 

Length on sides, 16 3^ inches; height of back, 6 inches; bowl, 10 x 14 inches. 

S 68 Enameled inside, less Faucets, Supply Pipes and Trap $ 7.00 

S 69 Enameled all over, less Faucets, Supply Pipes and Trap 9.00 

S 68A Enameled inside, as described 14.00 

S 69A Enameled all over, as described 16 .00 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 70 

Porcelain Enameled One-piece, Corner Lavatory, with "D" Pattern Bowl, Sani- 
tary Soap Tray, Improved Corner Brackets, Nickel Plated Waste Plug and Coupling, 
Low Down Compression Faucets with China Tops marked "Hot" and "Cold," Supply 
Pipes and "8" Trap with Waste to Floor and Vent to wall. 



DIMENSIONS 

Length on sides, 19 }4 inches; height of hack, 6 inches; bowl, 11 x 15 inches. 

S 70 Enameled inside, less Faucets, Supply Pipes and Trap S 7.75 

S 71 Enameled all over, less Faucets, Supply Pipes and Trap 9.75 

S 70A Enameled inside, as described 15.75 

=S 71 A Enameled all over, as described 17.75 

Above Lavatory with 8-inch-high Back, add 50c. 

Can be furnished with any style Trap shown in Catalogue. 





PLATE S 72 

Porcelain Enameled One-piece, Corner Apron Lavatory, with "D" Pattern Bo\vl r 
Sanitary Soap Tray, Improved Comer Brackets, Nickel Plated Waste Plug and Coupl- 
ing, Low Down Compression Faucets with China Tops marked "Hot" and "Cold,"' 
Offset Air Chamber Supply Pipes and "S" Trap with Waste to Floor and Vent to 
Wall. 

DIMENSIONS 

Length on sides, -20 inches; height of back, S inches; bowl, 10 x 14 inches. 

S 72 Enameled inside, less Faucets, Supply Pipes and Trap $10.75 

S 73 Enameled all over, less Faucets, Supply Pipes and Trap 12.75 

S 72A Enameled inside, as described 20 . 25 

S 73 A Enameled all over, as described 22.25 

Can be furnished with any style Trap shown in Catalogue. 








PLATE S 74 

Pocelain Enameled One-piece, Corner Apron Lavatory, with Oval Bowl, Im- 
proved Corner Brackets, Nickel Plated Model Waste, Low Down Compression Faucets 
with China Tops marked "Hot" and "Cold," Offset Air Chamber Supply Pipes and 
Bottle Trap, with Waste to Floor and Vent to Wall. 




DIMENSIONS 

Length on sides, 20 inches; height of back, 8 inches; bowl, llxl-1 inches. 

S 74 Enameled inside, less Faucets, Supply Pipes and Trap S14.75 

S 75 Enameled all over, less Faucets, Supply Pipes and Trap 16.75 

S 74A Enameled inside, as described 25 . 25 

S 75A Enameled all over, as described 27 . 75 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 76 

Porcelain Enameled One-piece, Square Lavatory* with "D" Pattern Bowl, 
Improved Brackets, Nickel Plated Waste Plug and Coupling, No. Fuller Faucets, 
Offset Air Chamber Supply Pipes and "S" Trap with Waste to Floor and Vent to 
Wall. 

DIMENSIONS 

Slab, IS x 24 and 20 x 24 inches; height of back, 10 inches; bowl, 11 x 15 inches. 

S 76 18 x 24 Enamaled inside, less Faucets, Supply Pipes and Trap Sll .50 

S 77 IS x 24 Enameled all over, less Faucets, Supply Pipes and Trap 14.25 

S 7GA IS x 24 Enameled inside, as described 21 . 00 

S 77A IS x 24 Enameled all over, as described 23.75 

Add S2.00 to above list for 20 x 24 size. 

Can be furnished with any style Trap shown in Catalogue. 
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PLAIE S 78 

Porcelain Enameled One-piece, Square Lavatory, with "D" Pattern Bowl, 
Improved Brackets, Nickel Plated Model Waste, No. Fuller Faucets, Offset Air 
Chamber Supply Pipes and Bottle Trap with Waste to Floor and Vent to Wall. 



(ft? 



DIMENSIONS 

Slab, IS x 24 inches; height of back 10 inches; bowl, 11x15 inches. 

S 78 Enameled inside, less Faucets Supply Pipes and Trap £15.50 

S 79 Enameled all over, less Faucets, Supply Pipes and Trap IS. 25 

S 7SA Enameled inside, as described 26 .00 

S 79A Enameled all over, as described 2S.75 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 82 

Porcelain Enameled One-piece, Square Apron Lavatory, with "D" Pattern Bowl, 
Improved Brackets, Nickel Plated Waste Plug and Coupling, Low Down Compression 
Faucets with China Tops marked "Hot" and "Cold," Offset Air Chamber Supply 
Pipes and Bottle Trap with Waste to Floor and Vent to Wall. 

DIMENSIONS 

Slab, IS x 24 and 20 x 24 inches; height of back, 12 inches; bowl, 11 x 15 inches. 

S S2 18 x 24 Enameled inside, less Faucets, Supply Pipes and Trap 815.00 

S 83 18 x 24 Enameled all over, less Faucets, Supply Pipes and Trap 17.00 

S 83A 18 x 24 Enameled inside, as described 25 . £0 

S 83 A 18 x 24 Enameled all over, as described 27 . 50 

Add S3.50 to above list for 20 x 24 size. 

Can be furnished with any style Trap shown in Catalogue. 
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PLATE S 84 

Porcelain Enameled One-piece, Square Apron Lavatory with "D" Pattern Bowl, 
Improved Brackets, Nickel Plated Waste Plug and Coupling, Low Down Compression 
Faucets with China Tops marked "Hot" and "Cold," Bottle Air Chamber Supply 
Pipes, and Bottle Trap with Waste to Floor and Vent to Wall. 

DIMENSIONS 

Slab, IS x 24 and 20 x 2-1 inches; height of back, 12 inches; bowl, 11 x 15 inches. 

S 84 18 x 24-Enameled inside, less Faucets, Supply Pipes and Trap 819.00 

S 85 18 x 24 Enameled all over, less Faucets, Supply Pipes and Trap 21 .00 

S 84A 18 x 24 Enameled inside, as described 30 .00 

S 85A 18 x 24 Enameled all over, as described 32 .00 

Add S3. 50 to above list for 20 x 24 size. 

Can be furnished with any style Trap shown in Catalogue. 



ft? 
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PLATE Sill 

Porcelain Enameled One-piece, Apron Lavatory, with Oval Bowl, Waste Plug 
and Coupling, Low Down Compression Faucets with China Tops marked "Hot" and 
"Cold," Bottle Air Chamber Supply Pipes and Bottle Trap with Waste to Floor 
and Vent to Wall. 

DIMENSIONS 

Slab, 20 x 2-1 inches; bow], 12 x 15 inches. 

S 111 Enameled inside, less Faucets, Supply Pipes and Trap $13.50 

S 111A Enameled inside, as described 24. 50 

Add to above list S4.00 for Model Waste. 
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PLATES 112 

Porcelain Enameled Two-piece Barber Lavatory on Legs, with U D" pattern 
Bowls, Waste Plugs and Couplings, No. Fuller Faucets, Fuller Double Shampoo 
Faucet, Four Supply Pipes and lM"x l l A" Double "P" Trap. 

DIMENSIONS 

Slab, 20x48 inches; 2 bowls, 11 x 15 inches. 

S 112 Enameled inside, less Faucets, Supply Pipes and Trap 840.00 

S 112A Enameled inside, as described 58.00 
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PLATES 118 

Porcelain Enameled One-piece,. Half-circle, Lavatory, with Nickel Plated Model 
Waste and Improved Brackets. 

DIMENSIONS 

Slab, ISMx 21 inches; height of back, 8 inches; oval bowl, 11 x 14 inches. 

Plate S 118 Enameled inside 811 .75 

Plate S 119 Enameled all over 14.50 
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PLATES 120 

Porcelain Enameled One-piece, Corner Lavatory, with Nickel Plated Model 

Waste and Improved Corner Brackets. 

». 

DIMENSIONS 

Length on side, 20 H inches; height of back, 6 inches; oval bowl, 11x14 inches. 

Plate S 120 Enameled inside $11 . 75 

Plate S 121 Enameled all over 13 . 75 
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A STRONG SUPPORT— EASILY ERECTED 




All Lavatories will be furnished with Improved Brackets. 





PLATES 144 

14-inch Porcelain Enameled Round 
Basin with Waste Plug, Rubber Stopper 
and N. P. Overflow Strainer. 

C. O. Enameled inside S2 . 00 

C. O. Enameled all over 3.00 

P. 0. Enameled inside 2 . 25 

P. O. Enameled all over 3 . 25 



PLATES 145 

Porcelain Enameled Oval Basin with 
Waste Plug, Rubber Stopper and N. P. 
Overflow Strainer. 

P. o. 
14 x 17 Enameled inside S3. 00 

14 x 17 Enameled all over 4.00 

15 x 19 Enameled inside 3.25 

15x19 Enameled all over 4.25 



IS 
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PLATE S 1 75 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with 15-inch high, 
2>£-inch deep Roll-rim Back; Concealed Galvanized Iron Air Chambers, N. P, Brass 
Strainer and two Plate S 225 Porcelain Enameled Interchangeable Drain Boards on 
Bronzed Iron Brackets. 

DIMENSIONS AND PRICES 

18x24 819.25 

18 x 30 20 . 75 

IS x 36 22.00 

20 x 30. ... ". 22 . 00 

20 x 36 23.25 

20 x 40 24 . 50 

PLATE S I 76 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with 12-inch high, 
2J4-inch deep Roll-rim Back; Concealed Galvanized Iron Air Chambers, N. P. Brass 
Strainer and two Plate S 225 Porcelain Enameled Interchangeable Drain Boards. 

DIMENSIONS AND PRICES 

18x24... SIS. 75 

18 x 30 19 . 75 

1Sx36 21.00 

20 x 30 : 21 . 00 

20 x 36 22 . 25 

20 x 40 23 . 50 

If with Bronzed Iron Brackets instead of Legs, deduct 50c. 
If without Air Chambers, deduct $2.00. 

If with only one Drain Board, deduct for 18-inch Sinks 83.75: for 20-inch Sinks 
S4.00. 

See page 37 for Sink Traps. See page 41 for Faucets. 
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PLATE S 200 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Brackets, with 15-inch 
high, 2M-inch deep Roll-rim Back; with Concealed Galvanized Iron Air Chambers, 
N. P. Brass Strainer. 

DIMENSIONS AND PRICES 

18x24 SI 1.25 

1Sx30 12.75 

IS x 30 14.00 

20 x 30 13 - 50 

20 x 36 14 . 75 

20 x 40 ••• 16-00 









PLATE S 201 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Brackets with 12-inch high, 
2%-ineh deep Roll-rim Back; with Concealed Galvanized Iron Air Chambers, N. P. 
Brass Strainer. 

DIMENSIONS AND PRICES 

IS x 24 810.75 

IS x 30 11-75 

IS x 36 13-00 

20x30 12.50 

20 x 36 13-75 

20 x 40 ■ 1500 

If with Legs instead of Brackets, add 50c. 

If Without Air Chambers deduct $2.00. 

See page 37 for Sink Traps. See page 41 for Faucets. 
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PLATE S 202 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Bracket, with 15-inch high, 
2 3^-inch deep Roll-rim Back, with Right or Left-hand End Piece; Concealed Galvan- 
ized Iron Air Chambers and N. P. Brass Strainer. 

DIMENSIONS AND PRICES 

18 x 30 814.25 

18x36 15.50 

20 x 30 15.25 

20 x 36 16.50 

20 x 40 17 . 75 



PLATE S 203 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Bracket, with 12-inch high 
2 14-inch deep Roll-rim Back, with Right or Left Hand End Piece; Concealed Galvan- 
ized Iron Air Chambers and N. P. Brass Strainer. 

DIMENSIONS AND PRICES 

18x30 813.00 

18x36 11.25 

20 x 30 14.00 

20 x 36 15 . 25 

20 x 40 16 . 50 

If with Leg instead of Bracket, add 25c. If without Air Chambers, deduct 82.00. 

See page 37 for Sink Traps, Sec page 41 for Faucets. 
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PLATE S 206 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with 15-inch high 
Roll-rim Rack, extended over Drain Board, with Concealed Galvanized Iron Air 
Chambers; N. P. Strainer, 24-inch Right or Left Hand Porcelain Enameled Drain 
Board on Bronzed Iron Bracket. 

DIMENSIONS AND PRICES 

lSx 30 822.15 

18x36 23.40 

- 7 x 30 23.60 

20 x 36 24.85 

20 x 40 26 . 10. 



PLATE S 207 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with. 15-inch high 
Roll-rim Back extended over Drain Board, with Concealed Galvanized Iron Air 
Chambers; N. P. Strainer, 24-inch Right or Left Hand Ash Drain Board on Bronzed' 
Iron Bracket. 

DIMENSIONS AND PRICES 

IS x 30 S20.40< 

IS x 36 . 21 . 65 

20x30 21.35 

20 x 36 22.60 

20x40 23.85, 

If Bronzed Iron Brackets are desired instead of Legs, deduct 50c. 

See page 37 for Sink Traps. See page 41 for Faucets. 




PLATE S 212 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Leg, with 15-ineh high 
Roll-rim Back extended over Drain Board, Right or Left Hand End Piece; Concealed 
Galvanized Iron Air Chambers, N. P. Brass Strainer; 24-inch Right or Left Hand 
Porcelain Enameled Drain Board, on Bronzed Iron Bracket. 

DIMENSIONS AND PRICES 

IS x 30 S23 . 40 

18 x 36 24.65 

20 x 30 25 . 10 

20 x 36 26 . 35 

20 x 40 27 . 60 
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PLATES 213 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Leg, with 15-inch high 
Roll-rim Back extended over Drain Board, with Right or Left Hand End Piece; 
Concealed Galvanized Iron Air Chambers, N. P. Brass Strainer; 24-inch Right or 
Left Hand Ash Drain Board on Bronzed Iron Bracket. 

DIMENSIONS AND PRICES 

1Sx30 , 821.65 

18 x 36 22 . 90 

20 x 30 22 . 85 

20 x 36 24 . 10 

-20 x 40 25 . 35 

If with Bracket instead of Leg, deduct 25c. 

See page 37 for Sink Traps. See page 41 for Faucets. 
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PLATE S 218 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with 15-inch high 
Roll-rim Back extended over Drain Board, Concealed Galvanized Iron Air Chambers, 
N. P. Brass Strainer, and 24-inch Right or Left Hand Porcelain Enameled Drain 
Board, with End Piece. 

DIMENSIONS AND PRICES 

■ 18 x 30 S23 . 65 

18 x 36 24.90 

20 x 30 25 . 35 

20 x 36 26 . 60 

20 x 40 27 . 85 






PLATE S 219 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, with 15-inch high 
Roll-rim Back, extended over Drain Board, Concealed Galvanized Iron Air Chambers, 
N. P. Brass Strainer and 24-inch Right or Left Hand Ash Drain Board with End 
Piece. 

DIMENSIONS AND PRICES 

1Sx30 821.90 

lSx 36 23.15 

20 x 30 23 . 10 

20 x 36 24 . 35 



^0 x 40 


. 25.60 




If with Brackets instead of Legs, deduct 50c. 

See page 37 for Sink Traps. See page 41 for Faucets. 
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PLATE S 220 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, 15 inch high Roll- 
rim Back, extended over Drain Boards; Concealed Galvanized Iron Air Chambers; 
IS-inch Double Ash Drain Boards on Bronzed Iron Brackets. 

DIMENSIONS AND PRICES 

18x30 824.05 

IS x 36 25 . 30 

20 x 30 25.20 

20 x 36 26 . 45 

20 x 40 27 . 70 









PLATE S 222 

Porcelain Enameled Roll-rim Sink on Bronzed Iron Legs, 15 inch high Roll- 
rim Back, extended over Drain Boards; Concealed Galvanized Iron Air Chambers; 
IS-inch Double Porcelain Enameled Drain Boards on Bronzed Iron Brackets. 

DIMENSIONS AND PRICES 

IS x 30 825 . 80 

IS x 36 27 . 05 

20 x 30 27 . 45 

20 x 36 28 . 70 

20 x 40 29 . 95 

If with Bronzed Iron Brackets instead of Legs, deduct 50c. 
See page 37 for Sink Traps. See page 41 for Faucets. 
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Porcelain Enameled Interchangeable Drain Boards 
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PLATE S 225 
For Roll Rim or Flat Rim Sinks 



No. 1 IS x 24, with Bronzed Iron Bracket. 
No. 2 20 x 24, with Bronzed Iron Bracket. 



.83.75 

. 4.00 



Porcelain Enameled Kitchen Grease Trap 
m ... w 



















PLATE S 226 
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DIMENSIONS AND PRICES 

Size '. 9 x 10 x 10 

With Polished Brass Trimmings, 1 34-inch Connections S12.00 

With Nickel Plated Brass Trimmings, 1 J^-ineh Connections 13.00 
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PLATE S 230 

Porcelain Enameled Roll-rim Slop 
Sink, on Trap Standard, with Cleanout 
and Brass Vent Connections; Roll-rim 
Back with Concealed Galvanized Iron 
Air Chambers. 

DIMENSIONS AND PRICES 

Enameled Enameled 
inside in and out 

16x20x12 816,75 S21.75 

18x22x12 IS. 50 23,50 

20 x 2d x 12 20.25 25.75 

See page 41 for Faucets. 





PLATE S 232 

Porcelain Enameled Flat-rim Slop 
Sink, on Trap Standard, with Cleanout 
and Brass Vent Connections. 






IN 



DIMENSIONS AND PRICES 

Painted Enameled 

16x 16 x 10 8 7.00 811.00 

16x20x12 8.00 12.00 

18x22x12 9.00 13.50 

20 x 22 x 12 9.50 14.25 

20 x 24 x 12 10.00 15.00 
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PLATE S 260 

For Flat-rim Sinks, 15 inches high, 2*^ inches deep. 

Length 24 inches 30 inches 36 inches 40 inches 

Prices S3. 50 84,50 85. 25 86.00 

PLATE S 261 

For Flat-rim Sinks, 12 inches high, 2)4 inches deep. 

Length 24 inches 30 inches 36 inches 40 inches 42 inches 48 inches 

Prices 83.00 S3. 50 84.25 So. 00 S5.50 87.00 

PLATE S 262 

For Flat-rim Sinks, 12 inches high, 1 H inches deep. 

Length . .24 inches 30 inches 36 inches 40 inches 42 inches 48 inches 

Prices 82.50 S3. 00 S3 . 65 84.35 S4.S5 85.75 

Will always be sent with two cock holes, unless otherwise ordered. 



PLATE S 264 

Length 18 inches 20 inches 

Plate S 264 15 inches high, 2 y 2 inches deep S2 . 25 82 . 50 

Plate S 266 12 inches high, 2 U inches deep 2 ,00 2 . 25 
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Round Corner Kitchen Sinks 




PLATE S 270 

(6 inche* deep) 

Furnished with Nickel Plated Strainer 
DIMENSIONS AND PRICES 



IS. 

20. 
:20. 

24. 

28. 

30. 
.24. 
:28. 
: 30. 
:32. 

36. 
:24. 



12 x 
14 x 
16 x 
16 x 
16 x 
16 x 
18 x 
lSx 
18 x 
18 x 
18 x 
20 x 
20 x 
20 x 
20 x 
20 x 
20 x 

20 x 4S 5 . 25 

22 x 
22 x 



Fainted 

.SI. 25 
. 1.50 
. 1.70 

.1.90 
. 2.10 
. 2.25 
. 2.10 
.2.40 
.2.50 
.2.75 
. 3.25 
.2.40 



;28 2.70 

:30 3.00 

:36 3.70 



40. 
: 42. 



42. 
:48. 



4.00 
4.25 



4.75 
5.75 



Enameled 
82.40 

3 . 00 
3 15 
3.25 
3.75 
3.90 
3.50 
4.00 
4.25 
4.65 
4.75 
3.75 
4.00 
4.50 
5.25 
5 .75 
6.00 
6.75 
6.25 
7.50 
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Furnished with Nickel Plated Strainer. 

DIMENSIONS AND PRICES 

Painted Enameled 

16 x 16x10 S2.70 S 4.50 

14 x 20 x 12 3.50 5.10 

16 x 20 x 12 4.00 6.00 

15 x 22 x 12 4.25 6.30 

20 x 22 x 12 4.50 6.90 

20 x 24 x 12 5.00 7.25 

20x30 x 12 8.00 10.50 

Slop Sinks will be shipped with 2 inch Center Outlet, 
unless 4 inch is specified. 

PLATE S 272 




Furnished with Nickel Plated Strainer. 

(6 inches deep) 




Size 

No 1 



Back 

24, inches 



PLATE S 273 



Width 
14 inches 



Painted 
.SI .75 



Enameled 
S3 . 45 



Furnished with Nickel Plated Strainer. 

(6 inches deep) 




PLATE S 274 



Size 

No. 1 



Side 
17 inches 



Front 
25 inches. 



Painted 

..$1.85 



Enameled 
S3. 70 
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Improved Waste Connection for Sinks 






Sink Fittings 

Open Strainer — Nickel Plated Brass Plug Strainer — Nickel PlatecTBrass 

PLATE S 276 PLATE S 277 
Price, per dozen SI . 75 Price, per dozen $4 . 00 

Sink Bolts 

1" Short, Brass N. P., with] one "* 

rmtttpifi iron nut, per dozen SO . 25 

2" Long, Iron, with two nuts, per 

dozen 20 

PLATE S 278 

Sink Couplings 

I 

PLATE S 279 PLATE S 280 

Price, per dozen S .75 Tapped for 1 M or 1)4 Iron Pipe. 

Price, each S .40 
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Wet Enameled Half-Circle Urinals Wet Enameled Corner Urinals 




PLATE S 288 

No. 1 12-inch back 82.50 

No. 2 15-inch back 3.00 





PLATE S 289 

No. 2 9 inches on side 82 . 25 

No. 3 12 inches on side 2.75 

Bell Trap Cesspool 

9x 9 81.00 

13x13 2.00 



PLATE S 290 



Harris Slop Hopper 



Bayley Square Slop Hopper 




PLATE S 291 

Painted Enameled 

12x12 82.00 84.75 

14 x 14 2.25 5.25 

16x16 2.50 6.50 



PLATE S 292 



Price, each 83 . 50 
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PLATE S 296 

Includes Cast. Iron Roll-rim Urinal with Roll-rim Back. Brass Beehive Strainer 
and_Tailpiece, Perorated Flush Pipe with Loose Key Stop. 

PRICES 

Painted, with Enameled, 

galvanized with brass 

flush pipe flush pipe 

21 inches long 810.00 S15.00 

30 inches long 11,00 17.00 

36 inches long 12 . 00 20 . 00 

42 inches long 13 . 00 22 . 00 

48 inches long 14 .00 24 . 00 

60 inches long 16.00 30.00 

72 inches long 18 . 00 36 . 00 



PLATE S 297 

PRICES WITHOUT FLUSH PIPE AND STOP 

Painted Enameled 

24 inches long S 7 . 00 $12 . 00 

30 inches long 8 . 00 14 . 00 

36 inches long 9.00 16.00 

42 inches long 10.00 IS . 00 

4S inches long 1 1 . 00 20 . 00 

60 inches long 13 . 00 25 . 00 

72 inches long 15 . 00 30 . 00 

Urinals can be furnished with Left Hand Outlet, also Center Outlet on 30 and 
36-inch sizes if desired. 
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PLATE S 300 

Porcelain Enameled High Closet Tank. 

S 300 20 x 10 x 10 Enameled inside, without Fittings S4.00 

S 302 18 x 10 x 10 Enameled inside, without Fittings 3 . 75 

Can be furnished Top or Bottom Supply. 

Add for High Pressure Ball Cock complete with Rod and Float, Brass Tank 
Seat, Galvanized Goose Neck Syphon, Bridge and Lever, So. 00. 
Add for Cork Outside Finish, to prevent sweating, SI. 00. 



Compression Sill Cock 



Compression Loose Key Stop 




PLATE S 304— IRON PIPE 
Size, Inches % 

PER DOZ. 

S 304 Nickel Plated, Rough . . . $21 . 00 

S 304 Finished 24 . 00 

S 304 Nickel Plated 27 . 00 

Add 83.00 per dozen if with Loose Key. 
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PLATE S 306— IRON PIPE 
Size, inches X A 

PER DOZ. 

S 306 Rough.. 819.50 

S 306 Finished 20.00 

S 306 Nickel Plated 22 . 50 



i 




Bath Tub Fittings 



4 




PLATE S 310 

1% in. Nickel Plated, 
Connected Waste and 
Overflow, with Rubber 
Stopper. 

S310 As described. $2.00 





PLATE S 314 

34-inch Nickel Plated, 45° Off- 
set Supply Pipes. 

S314 As described, per pair. 82.00 



PLATES 312 



1%-ineh Nickel Plated Common Over- 
flow and Waste Fittings with Rubber 
Stopper. 
S 312 As described, per set SI . 00 




% Tr 



PLATE S 316 

No. 4H Nickel Plated Fuller Double 
Bath Cock, with Tail Pieces for Lead 
Pipe. 

S 316 As described S3. 00 




No. 7 Nickel Plated Compression 
Double Bath Cock with Tail Pieces for 
Lead Pipe. 

S 318 As described $2.75 
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Lavatory Traps 




PLATE S 320 

1 i^-inch Nickel Plated Cast Brass 
Lavatory Trap with P. O. Plug and 
Rubber Stopper. 
S 320 As described S3 . 00 







PLATE 



1 J^-inch Nickel Plated Cast Brass 
Lavatory Trap with P. O. Plug and 
Rubber Stopper. 
S 322 As described S2 . 50 




t— 



PLATE S 324 

1 J^-inch Nickel Plated Brass Lava- 
tory Trap with Flanges, P. O. Plug and 
Rubber Stopper. 
S 324 As described S3 . 00 



PLATE S 326 

1 ^-inch Nickel Plated Brass Lava- 
tory Trap with Flanges, P. O. Plug and 
Rubber Stopper. 
S 326 As described S2 . 25 



:-;c, 
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PLATE S 330 

1%-ineh Nickel Flated*Cast Brass 
Lavatory Trap with P. O Plug 
S 330 Each 84.00 

Can be furnished with Waste to Wall, 
also without Vent. 




PLATE S335 

134-inch Nickel Plated Cast Brass 
Sink Trap. 
S 335 Each 84.25 

Can be furnished with Waste to Wall, 
also without Vent. 



PLATE S 340 PLATE S 342 PLATE S 344 

Per pair S2 . 00 Per pair 83 . 50 Per pair 84 . 00 

Lavatory Supply Pipes can be furnished to wall. 
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PLATE S350 



PLATE S 352 



Nickel Plated Fuller Faucet. 

8 350 Each 81.25 



Nickel Plated Fuller Faucet. 
S 352 Each SI. 50 





PLATE S354 



PLATE S 356 



Nickel Plated Fuller Double Pantry 
Faucet. 



Nickel Plated Fuller Double Shampoo 
Faucet. 



;S 354 Each s7 . 00 S 356 Each $8.00 
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PLATE S 358 



PLATE S 360 



Nickel Plated Fuller Pantry Faucet. 
S 35S Each S2.00 



"Pierce" Nickel Plated Self Closing 
Faucet, with China Tops marked "Hot" 
or "Cold." . 

S 360 Each S2.00 





PLATE S 362 



PLATE S 364 



Nickel Plated Low Down Compres- 
sion Faucets with China Top marked 
"Hot" or "Cold." 

S 362 Each .. $1.2$ 



Xo. Nickel Plated Compression 
Faucet with T Handle. 

S 364 Each SI. 00 

Add for Cross Handle 25 



Fuller Bibbs 



S 370 
S 370 
S 372 

S 372 






S 374 
S 374 

S 376 

S 376 





PLATE S 370 PLATE S 372 

Lead Pipe. Lead Pipe, for Hose. 

Size • ■ Inches, H 

Finished Per doz., S21 .00 

Nickel Plated Per doz., 25 . 00 

Finished Per doz., 24.00 

Nickel Plated Per doz., 28.00 



S24 . 00 

2S.O0 
28 . 00 
32.00 





PLATE S 374 PLATE S 376 

Iron Pipe, with Shoulder. Iron Pipe, with Shoulder, for Hose. 

Size Inches, H h A 

Finished Per doz., 821.00 824.00 

Niekel Plated. . . .• Per doz., 25.00 28.00 

Finished Per doz., 24:00 28.00 

Nickel Plated Per doz., 28.00 32.00 





r 

,-\ ~" — : — ""' ^— * "Siv 

\ \ 

PLATE S 378 PLATE S 380 

Iron Pipe, S. O. T. Iron Pipe, S. O. T., for Hose. 

Size Inches, X A % 

S 378 Finished Per doz., $23.00 $27 .00 

S 378 Nickel Plated Per doz., 27 . 00 31 . 00 

S 380 Finished Per doz., 26.00 31.00 

S 380 Nickel Plated Per doz., 30 . 00 35 . 00 
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Fuller Bibbs 





PLATE S 382 PLATE S 384 

Solid Flange, Inside Thread. Solid Flange Inside Thread for Hose. 

Size Inches, y% % 

S 3S2 Finished Per doz., $28 . 00 $32 .00 

S 382 Nickel Plated Per doz., 34 . 00 38 .00 

S 384 Finished Per doz., 31 .00 36 . 00 

S 384 Nickel Plated Per doz., 37 . 00 42 . 00 





PLATE S 386 PLATE S 388 

Lead Pipe, Adjustable Flange. Iron Pipe, Box Flange. 

Size Inches, y 2 

S 386 Finished Per doz., $29 . 00 

S 386 Nickel Plated Per doz., 35 . 00 

S 388 Finished Per doz., 32 . 00 

S 388 Nickel Plated Per doz., 38 . 00 




$33.00 
39.00 

36.00 

42.00 




PLATE S 390 PLATE S 392 

Solid Flange, Inside Thread. Lead Pipe, Adjustable Flange. 

Size Inches, % % 

S 390 Finished Per doz., 830 . 00 $35 . 00 

S 390 Nickel Plated Per doz., 36 . 00 41 . 00 

S 392 Finished Per doz., 31 . 00 36 .00 

S 392 Nickel Plated Per doz., 37.00 42.00 
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Compression Bibbs 




S 400 
S 100 



PLATE S 400 
Lead Pipe 
Size, Inches.. . . H M 

PER DOZ. 

Finished S13.00 816.00 

Nickel Plated . . 1 5 . 50 18 . 50 




S 402 
S 402 



PLATE S 402 
Lead Pipe for Hose 
Size, Inches. % % 

PER DOZ. 

Finished 815.00 SIS. 00 

Nickel Plated.. 17.50 20.50 




S 404 
S "404 



PLATE S 404 
Iron Pipe, with Shoulder 
Size, Inches.. . . M fHs 

PER DOZ. 

Finished 813.00 S16.00 

Nickel Plated . . 15 . 50 18 . 50 




PLATE S 406 
Iron Pipe, with Shoulder for Plose 
Size, Inches ]4 % 

PER DOZ. 

S 40G Finished 815.00 818.00 

S 400 Nickel Plated.. 17.50 20.50 




PLAICE S 4U8 
Iron Pipe 
Size, Inches.. . . H 5 s 

PER DOZ. 

S 408 Finished .'§16.00 819.50 

S 40S Nickel Plated.. IS. 50 22.00 
Add for Lead Pipe 

Thimble 2.00 2.50 




PLATE S 4,0 
Iron Pipe for Hose 
Size, Inches.. . . X A Y% 

PER DOZ. 

Finished..... ..818.00 821.50 

Nickel Plated . . 20 . 50 24 . 00 



S 410 
S 410 
Add for Lead Pipe 

Thimble 2.00 



2.50 
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Boiler Couplings 



WTjB ^-■r== gjBgs j l M-' nc ^ Lead Pipe. 

Spud end is foi- 
l-inch Iron Pipe 



PLATE S 420 PLATE S 422 

S 420 Ground Face,. . .per doz., S9.00 S 422 Ground Face. . .per doz., 810.00 





%-ineh Iron Pipe. 

Spud end is for 
1-inch Iron Pipe. 



PLATE S 424 PLATE S 426 

S 424 Ground Face., .per doz., $11 .00 S 426 Ground Face., .per doz., 812.00 




Soldering Nipples 




PLATE S428 

Size Inches *^ 

S 428 Per dozen 83.00 

S 430 Per dozen 3.00 



H 

84.00 
4.00 




PLATE S430 

1 1M 1M 2 

S5.00 87.50 810.00 814.00 

5.00 7.50 10.00 14.00 



Soldering Unions 




PLATE S432 

Size Inches Yi 

S 432 Per dozen 83.50 

8 434 Per dozen 5.00 



84.75 
7.25 



1 
86.00 
9.00 




PLATE S434 

S8.50 S12.00 
11.50 17.00 



2 
S18.00 
24 00 



43 



irease 



Trap 




PLATE S 440 

Length, 31 3^ inches; width, 21 J^ inches; depth, 18 3^ inches; 
Connections, 4 inches. 

S 440— Painted inside and out S25 . 00 

S 441— Enameled inside , 35 . 00 




PLATE S 443 

Nickel Plated Steel Brackets. 
S 443 16 x 18, per pair SI . 00 



SINK BRACKET. 




PLATE S 445 

Painted Sink Brackets. 
S 445 No. 1 Per pair. . . 
S 445 No. 2 Per pair. . . 



.80.60 
. .70 
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